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WEATHER REPORTS FOR YUGOSLAVIA , SLOVENIA 3-25 OCTOBER 

YUGOSLAVIA 


Belgrade^ Borl)a;, b - 25 Oct 50 

6 October 1950 

Report; Mostly fair. Temperatures at 13OO ho\jrs about 20 degrees (all degrees 
given in centigrade). 

7 October 1950 

Report: Fair; calmj morning fog. Temperatures at I3OO hours, I6-I8 degrees; 
in the Primorje, 20-23 degrees. 


8, 9 October 1950 

Report for 8 October; Fair in the monilng; sll^tly cloudy in the afternoon; 
heavy morning fogs in Slovenia and Croatia, Temperature at I3OO hours, 17-19 
degrees , 

Forecast for 9 October: Fair; heavy morning fog in Slovenia, Croatia, and 
Bosnia, During the day moderately cloudy; light local frosts in Serbia and Bos- 
nia. No change in temperature during the day. 


10 October I950 

Report ; ; , Sllghtiy cloudy.; '! light > to 1 mod,erate,.labutherayi wlhds;. .Temperatures » 
at, 1300^- hours, 18t22 degrees', ' 
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11, 12 October 1950 

Report for 11 October: Considerable cloudiness in the morning in western 
and northern sections of Yugoslavia; mostly fair in other sections. Temperatures 
at 1300 hours, 19-23 degrees. 

Forecast for 12 October; Moderately cloudy throughout Yugoslavia, except in 
Macedonia, where it will be slightly cloudy. Moderate northerly winds. Temperatures 
slightly falling. 

‘ 11. 1; . 

13 October I950 

Report: Mostly fair in the moraing; moderately cloudy in the afternoon 
Moderate winds; strong northwesterly winds in the Danube valley; stormy in the 
Prlmorje. Temperatures at 1300 hours, 12-11; degrees; in the Primorje, 17-19 de- 
grees . 

14 October I950 

Report:. Fair in the morning; slightly cloudy during the day. Moderate 
northerly winds. Ten5>eratures at 1300 hours, 14-17 degrees; in the Prlmorle. 

18-20 degrees. ^ 

15 October I950 

Report? Mostly fair, except in northwestern sections, where it was slightly 
cloudy « Modex-ate morning frosts; in Croatia, Bosnia, Serbia, and the Vojvodina. 
Ten^eratures at I3OO hours, about I5 degrees; in the Prlmorje, about 20 degrees. 

16 October 1950 

Report.- Mostly fair, except in Slovenia, Croatia, and the northern Prlmorje. 
where it was slightly cloudy. Moderate winds. Temperatures at 1300 hours, 

15-20 degrees. ' ' 

17 October 1950 

Morning fog; moderately cloudy during the day. Temperatures at 
1300 hours, 19-21 degrees. 

18, 19 October I950 

Report for I8 October: Cloudy; rain in Slovenia and Croatia; in the after- 

■the Vojvodina and Serbia also. Moderate westerly winds. Tenperatures 
at 1300 hours, about I8 degrees; in the Prlmorje, about 20 degrees, 

October: Mostly cloudy in the morning throughout Yugoslavia; 
light local showers, except in Macedonia and the Primorje, where it will be moder- 

insprovipgin the afternoon in northerwestem and 
northern sections. Moderate northerwesterly winds. No change in temperature. 

20, 21 October 1950 

Report for 20 October: Variable cloudiness. 

October: In the morning, fair, and in the afternoon, moderately 
in Pr^rje, Montenegro, and Macedonia; light variable winds; no change 

cloudiness with local showers in Slovenia, Croatia, 

Bosnia, and Serbia; moderate northwesterly winds; temperatures falling. 
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22 October 1950 i 

] 

Report: Slightly cloudy in all sections; Increasing cloudiness in the after- 
noon in Slovenia and Croatia. Moderate northerly winds. Temperatures at I 300 i 

hours, 13-15 degrees; in the Primorje, 19-23 degrees. ^ 


23 October 1950 

Report: Fair; no wind. Temperature at 13OO hours, II-I3 degrees; in the 
Primorje, about 20 degrees. 


2k, 25 October 1950 

Report for 2k October: Heavy showers in the afternoon on the Adriatic 
coast and at the southern borders of the Dinar Mountains. Fair in the morning 
in other sections of Yugoslavia; increasing cloudiness in the afternoon. Moderate 
easterly winds; southerly winds in the Primorje. Temperatures at I300 hours, 
about Ik degrees; in Slovenia, about 8 degrees; in the Primorje, about I9 de- 
grees. 

Forecast for 25 October: Moderately cloudy, with ll^t local showers in 
Macedonia, Serbia, and the Vojvodina; in other sections, very cloudy with show- 
ers, which will be especially heavy in the Primorje and in the Dinar Mountains. 
Moderate easterly winds. Temperatures rising. 


SLOVENA 


Ljubljana, Slovenski Porocevalec, 3-23 Oct 50 


3 October I95O 

Report: Variable cloudiness. Lowest temperature, 8 degrees (all degrees 
given in centigrade) in Planica. The barometric pressure was 733.0 millimeters 
at 0700 in Ljubljana; ten5)erature, 12 degrees; humidity, 93 percent. 


October I950 

Report: Generally simny. Lowest temperature, 1 degree in Jezersko. The 
barometric pressure was ’Jk^.k millimeters at 07OO in Ljubljana; temperature, 

10 degrees; humidity, 95 percent. 


5 October 1950 

Report; Generally sunny; fog in valleys. Lowest temperature, -1 degree 
in Jezersko. 'The barometric pressure was 7^.2 •mUL3?fl€ter6;jfttva700 in Ljubljana; 
ten^eratiire;, ,5 -6 degrees; I/humidity, 96 percent . 


6 October 1950 

Report: Generally sunny; fog in valleys. Lowest teii5)erature, -1 degree in 
Jezersko. The barometric pressure was 7^3-*3 millimeters at 0700 in Ljubljana; 
ten5)erature , 5«8 degrees; humidity, 97 percent. 
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7 October 1950 

Forecast for 8 October; Mostly fair; morning fog in valleys; temperature 
at nifibt, ~1 degree; during the day, 18 degrees » 

9 October 1950 

Report: , Sunny; increasing cloudiness; morning fog in valleys. Lowest tem- 
perature, 6 degrees in Jezersko'. 

10 October 1950 

Report; Cloudy, lowest temperature, 1 degree In Jezersko, The barometric 
pressure was 739»0 millimeters at 0700 in Ljubljana; teamerature, 7.4 decrees' 
humidity, 100 percent. » > 

11 October I950 

Report: Variable cloudiness. Lowest temperature, 5 degrees in Jezersko, 

The harometrlc pressure was 740.0 millimeters at 07OO in Ljubljana, teamerature. 

10 degrees; humidity, 92 percent. 

12 October 1950 

Report; Cloudy; rain in Ljubljana and in Sloven J Gradec. Lowest temperature, 
3 degrees in Jezersko. The barometric pressure was 745.1 millimeters at 0700 in 
Ljubljana; temperature, 9^8 w^grees; humidity, 86 percent. 

13 October I950 

Report: Partly cloudy; fog in valleys. Lowest temperature, -4 degrees in 
Jezersko. The bsxometric pressure was 745*6 millimeters at O70O in Ljubljana; 
•temperature, 4 degrees; humidity, 99 percent. 

14 October 1950 

Report; Mostly sunny; morning fog in valleys; lowest temperature, -3 degrees 
^ Jezersko; The barometric pressure was 740,2 millimeters; tenroerature, 2.4 
degrees; humidity, 97 percent. . 

15 October I950 

Forecast: Partly cloudy; fog at night; possiblo frost. 

16 October 1950 

Report: Variable cloudiness. Lowest temperature, 0 degrees in Jezersko. 

^e barometric pressure was 740.8 mlllimkers at 07OO in Ljubljana, tenqperature. 
o degrees; humidity, 95 percent. . « 7 , 

17 October 1950 

Report; Variable cloudiness; lowest tenqperature, 0 degrees in Jerersko. 
me barometric pressure tos 740.9 millimeters at 0700 in Ljubljana; temperature, 

0.0 degrees; humidity, 84 percent. 
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LightMo 2 ;s''S teapereture, 3 degrees In Jezersko. 

ir October I95O 

m-u Mostly cloudy. Lowest temperature, i|- degrees in Planlca. 

20 October 1950 

T Report: Simnyj variable cloudinetj. Lowest temperature, 6 degrees in 
Jezersko. The barometric pressure was 740.8 mlUlmeters at 0700 In Ljubliana- 
tea^jerature, 9.2 degrees; humidity, 90 percent. ^ J-jana, 

21 October I950 

Di Mostly sunny; fog In valleys. Lowest tea^erature, -1 degree In 

Planlca. The bwometrlc pressure was 739.4 mllUmeters at 0700 In Ljubljana- 
ten^erature, 5.2 degrees; humidity, 100 percent. ^ ^ 

23 October I95O' 

sections of Slovenia. Lowest teaiperm- 

ture, -3 degrees In Murska Sobota. The barometric pressure was 743.8 mini- 
meters at O7OO In Ljubljana; temperature, 3.6 degrees; humldltv, 94 percent 


END- 





